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rule in peace, was making things worse
in England.

18.  Henry was very angry, and said
lie wished he were rid of Becket.   Becket
lived at Canterbury, because Canterbury
Cathedral was the chief church in Eng-
land.    And a,s soon as Henry spoke those
angry words, four of his soldiers, think-
ing they would please him, hurried across
to England in a ship and went to Canter-
bury.

19.  They found   Thomas   Becket   at
dinner.    They ordered him to do as the
King wished, but he refused : and in the
evening when  Thomas Becket went to
service in the Cathedral, they fell upon
him with  their axes  and  swords  and
killed him.

20.  For four hundred years after this,
rich and poor used to visit the tomb of
Becket  in   Canterbury Cathedral,   and
lay upon it such presents as they could
afford.